CONTENTS                                                                                                              xiii
List of Illustrations
"Infrastructure Blues/' xiv
Failure of Schoharie Creek Bridge, New York, 8
Gateway Center, Union Station, Los Angeles, 20
Battery Park City, Lower Manhattan, New York, 31
Reconstruction of Croton Lake Gatehouse, New York, 36
Morton Street Vent Shaft, Manhattan, New York, 48
Computer Simulation of Emergency Water Supply, 54
The Fire Alarm Telegraph, 59
Bridge Inspection Data Processing, 62
New Materials for Aging Infrastructure, 72
Pipelines Crossing Transportation Arteries, 77
Jacked Sewer Pipe on Staten Island, New York, 80
Cable Railway Construction, New York, 1891,94
Testing to Failure, 98
New Materials, New Forms, 101
Infrastructure in the Lab, 104CRONYMS..............................................................114
